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1* Production of crude calcium in the ftorth Factory of the Bl©Id>:roehemisch©s 
iCombimt :3it‘0crfeld ten ceased* Grade calcium is still being mnnfaetured 
in the South Factory » tet it is believed that this will also cease during 
the summer* 


2, Analyses of distilled calcium in the analytical laboratory ba* ; ra shown that 
the product does not moot the specifications set by the Russians , The 
copper content* naxiraan permissible value 0,02 per cent* has been reported 
as Q»002 ;per cent aftey spectral analysis* but chemical analysis has’ shown 
that it is actually 0,05 - 0*07 per cent* Similarly,* manganese content* 
reported after spectral analysis as being about 0*003 per con**, has been 
shown by chemical analysis to be about 0*03 per cento 'The Russian officers 
of the plant are aware of this. 


3> Batches are not yet being analysed for boron and lithium content since 
the analysis methods te\re not been completely worked out. 


4-, Ho calcium has teen shipped to the USSR during the period under review* 
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Magnesium 0*003 

lifeuifsauess 0,0003 

* Ooppey 0,0002 

ILLtrcf/OT 0.003 

Chlorine 0*16 
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